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Vape Name 


Orchid 


Tikun 


Select 


Heavy Hitters 
Diablo OG 


Compliance Testing 


California Phase 3 Compliance 


California Phase 3 Compliance 


California Phase 3 Compliance 


California Phase 3 Compliance 


%THC 


Claim 

63% 

Tested 

67% 


Claim 

48% 

Tested 

48% 


Claim 

84% 

Tested 

87% 


Claim 

91% 

Tested 
91 . 6 % 


Vitamin E Acetate 


0 % 
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0 % 
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Pesticides 


None Detected 


None Detected 
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Brass 
Knuckles 
Sour Apple 


Brass 

Knuckles 

Gushers 


Heavy Hitters 
Pineapple 
Express 


Dank Vapes 
Dole Whip 



Dank Vapes 
Lemon Berry 


Cereal Carts 
Trix 


Exotic Carts 
Mars OG 




West Coast 
Carts 
Hybrid 


West Coast 
Carts Indica 



Mario Carts 
Skunk OG 


No Claim 


None 


4 . 2 % 


Tested 

75% 


Bifenazate Boscalid Chlorfenapyr Etoxazole 
Fipronil Myclobutanil Paclobutrazol 
Permethrin Piperonyl Butoxide 


No Claim 


None 


10 . 1 % 


Tested 

70% 


Bifenazate Chlorfenapyr Fipronil 
Myclobutanil Permethrin 


No Claim 


None 


25 . 1 % 


Tested 

60% 


Bifenazate Chlorfenapyr Etoxazole 
Fipronil Myclobutanil Permethrin 


No Claim 


None 


29 . 7 % 


Tested 

59% 


Bifenazate Chlorfenapyr Fipronil 
Myclobutanil Permethrin 


None 


Claim 

90.99% 

Tested 

26% 


33 . 1 % 


Bifenazate Malathion Metalaxyl 
Myclobutanil Permethrin Piperonyl Butoxide 

Propicanazole Tebucanazole 

Trifloxystrobin 


None 


Claim 

85-90% 

Tested 

23% 


32 . 3 % 


Bifenazate Metalaxyl Myclobunatil 
Paclobutrazol Permethrin Piperonyl 

Butoxide 


None 


Claim 

80-85% 

Tested 

27% 


38 . 5 % 


Bifenazate Chlorfenapyr Chlorpyrifos 
Fenpyroximate Malathion Myclobutanil 

Piperonyl Butoxide 


None 


Claim 

80-85% 

Tested 

60% 


0 % 


Myclobutanil 


None 


Claim 

80-85% 

Tested 

61% 


0 % 


Myclobutanil 


None 


Claim 

83-87% 

Tested 

46% 


32 . 9 % 


Bifenazate Chlorfenapyr Etoxazole 
Metalaxyl Myclobutanil Paclobutrazol 
Permethrin Piperonyl Butoxide 
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